BILL NO. S- 7 1-0 8- ij' 


SPECIAL ORDINANCE NO. S- TVj 7 - 7 / 


AN ORDINANCE approving bid document Ref. No. 
419 with GRAYBAR ELECTRIC, INC. for Copper 
Cable for the Traffic Engineering Department. 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT WAYNE, 
INDIANA: 


SECTION 1. A certain bid document Ref. No. 419, approved 


August 5, 1971 between the City of Fort Wayne, by and through its 
Mayor, Board of Public Safety and Department of Purchases, and 
GRAYBAR ELECTRIC, INC., for: 


10,300 feet Copper Cable, for the Traffic 
Engineering Department, 


for a total cost of $4,819.23, as more specifically set forth in 
said bid document Ref. No. 419 and Purchase Order No. 3-01252, 
which are on file in the office of the Department of Purchases, 
and are by reference incorporated herein and made part hereof, 
is hereby in all things ratified, confirmed and approved. 

SECTION 2. This Ordinance shall be in full force and 
effect from and after its passage and approval by the Mayor. 




J 




seconded by 


Read the first time in full and on motion by 

, and duly adopted, read the second time by title and referred 

to the (Committee on) ( and-fe©-^he-Xi±y--?tw 


T 

bli-i 


Cofflmirssten-f or recomm endation-)- land -Public Hearing- to be held after- due legal notice, 

, -a:t— — fro n i n 1 i 1 Chambers. City Hall. ' Fo r t - Wa y n e , - Indi a na, o n 


day of 


19 


, at 


6 1 clock 


-Pr M. , E . S ; TT 
Date: 


P'- ^ - K 


Read the third time in full and on motion by 




3 - 


seconded by 

Passed H30SI) by the following vote: 
AYES t? , NAYS O , 


City Clerk 



and duly adopted, placed on its passage. 




ABSTAINED 


ABSENT 


to -wit: 


Adams 
Dunifon 
Fay 
Geake 
Nuckols 

Robinson 

Rou s se au _____ 

Steigerwald 
Tipton , 




Date 


f-/*/ - 1 ' 



City Clerk 


Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as 
rxcLx xi no MapU r.pnprali ( Annexa tion) (Special) ( Appropriation) Ordinance (Resolution) No. ^Z Z^LzZZ 



Mayor 


S-71-0&-15 


Bill No. 


REPORT OF THE COMMITTEE ON REGULATIONS 


We, your Committee on Regulations to whom was referred an Ordinance 

approving bid document Ref. No. 419 with GRAYBAR. ELECTRIC. INC, for Copper Cable for 

the Traffic Engineering Department. 


have had said Ordinance under consideration and beg leave to report back to the Common 



Council that said Ordinance Odt- 

HERBERT G. TIPTON, Chad rmn 

.TACK K. DTTNTEONj Vine-Ghai rman 

THOMAS G. ARAMS 

TaTTT.T.T AM K- geatce 

JOHN H. ROBTNSON 


PASS. 


IN 


I-ITV n FRK. 


